THE  JOHN  HANCOCK  BUILDING 
and 

THE  ARLINGTON  "STREET 

Presenting   the   new  and   the  old 
Arlington  Street  Church  was  organi 
present  edifice  erected  in  1860.  Tl 
Building  the  latest  in  modern  architj 
ments  was  recently  completed, 
a  weather  beacon  which  signals  I 
lights.vthiR  weather  for  the  com 
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